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This document conslete off site following tm typeuritten reporte. 


Ll} one-page report, dated[ sd] om the O2RTe construction program for 
Gwelling unita, az provided by the Five-Year Plan. uring the period 1 Januery 1951 « 
3 tevember 1965, the building ef 300,000 dwelling gnits ie plenned. 25,000 dwellings, 
including bulldings of the 1950 construction-backlog, are echedvied to be constructed 
dm 3951, ond 30,000 dwellings ere te be built in 1952. when asked, at a conference held 
at the Mindstry of Sonstrustion[ —siéd’:COe thd construction project could 

be ecconrliated in view of the materials aiteation, Robert Siewert, one of the Main-Depart- 

. replied that such projects sunt be established, even if 1t is known that it 
Poe peattie to execute them, in erder that their propagande value can be exploited, 


2) two-page report, dated[ 


a) Shortage of Materials end Fauipment, ATL construction projects which are not son= 
trolled by the Ministry of Heavy Industry, nd, therefore, are not key bullding-projects, 
i Fadlators and 


are eonfronted with a shortage of boilers, pipes for central-heating systens. 
For thie xeasen the planned quota cannot be frlfilled, Although Nerber, ‘tate Seeretary 
for Raterials Procurement, hae directed that the GDH's innex reserves be mobilised, it is 
dobtfel that. this will be effective in easing the construction bottlenecks, since the 
CR hes Long been trving to remedy ite materialeshortapes by uming ite inner reserves, 
Furthernore, is wes diverted that the permission of Xerber for the installation of heating 
equipment is to be requested only if the required material is already stored at the eon 
atruction site. Another reguistion req:ires thet radiators made of porcelain should be 
eged in place of onst~ircn radictora. In this commection, it ie sointed out that accord 
ing to a referent of the Mein ‘dninistration for the Construction Industry, the “owt recent 
output of the industry, amounting to about 2,990 tons of boiler installations and radiators 
wae ahivped te the UTSR as reparations, 


b) The reconstruction of the Berlin State Opera Fouse, located on "ter den Linden 
Boulevard, has recently been decided eoon. The estinated tost of tiie project, sehediled 
for sempletion in July 1953, is 60 million Fast markay these funde beve been gusranteed, 
ant are already incorporated in the 1952 inveetment plas. 
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